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The one great rule 
of composition is to 
speak the truth. 

—Thoreau 
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We will serve no 
group or party but 
will hew hard to 
the truth as we find 
it and the right as 
we see it. 
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Lobby Uproar Hits Austin 


AUSTIN 

The United States Senate, which 
T_vndon Johnson had planned to 
keep under a careful pacing during 
the election year, is now galloping 
unchecked into a Republican-origin- 
ated challenge to the oil industry's 
cherished depletion allowance and a 
thorough probe into the Washington 
lobby. 


Not only Texas but national politics 
is shuddering under the impact of the 
multiple thunderclaps leading up to the 
President’s veto of the Texas-cham- 
pioned Fulbright-Harris natural 
bill. 

Senator Price Daniel is expected to 
announce for governor regardless of 
the veto, but neither he nor Gov. Al- 
lan Shivers are expected to have the 
enthusiasm they had for Lisenhower 
in 1952. Daniel might declare for the 
Democratic presidential nominee be- 
fore 
vention, 

lew doubt that the prestige of some 
conservatives in) Texas—Daniel and 
Shivers especially—has been damaged 


gas 


he is selected by the Chicago con- 


with Texas voters because of the Ei- 
senhower veto. It is generally felt 


hisenhower could not carry Texas 
again ‘ 

Prom Washington, dispatches and 
colunins reporting that Senator 
Jolnson’s Senate leadership may come 
into question. Texas newsman Leslie 
Carpenter reports that Tohnson is “all 
but completely removed from specula- 
vice presidential candidate 


are 


tion as a 
this vear. 

lt is obvious that an investigation 
into the campaign contributions of 
Texas oil and gas interests will reveal 
that the bulk of the Texas delegation 
is underwritten in part by campaign 


Tax Benefit Challenged 
After Gas Bill Explosion 


funds from the state’s leading indus- 
try. 

Senator Johnson said Monday he 
favors “a thorough and complete in- 
vestigation of lobbying.” At first he 
maneuvered against a thorough probe 
of the oil and gas lobby, but Monday 
he said he even would have been in 
favor of the original proposal of Sen, 
Hennings (D.-Mo.) for a full inquiry. 
It appeared at mid-week that Johnson 
and Sen. Knowland (R.-Cal.) would 
prevail in their wish that the inquiry 
be conducted by a special Senate com- 
mittee instead of one of the standing 
comunittees. 

Four Republicans, led by Sen. Wil- 
liams (KR. Del.), introduced a resolu- 
tion to cut the oil depletion allowance 
to 15 percent from its present 27.5 
peres nt, 

The Fulbright-Harris bill would 
have reversed a Supreme Court deci- 
sion that the l’ederal Power Commis- 
sion is empowered to regulate natural 
gas producers, 

Hloward Keck of Superior Oil—a 
with head- 
quarters also in Houston—said he had 
given Elmer Patman, the company’s 
management counsel in Austin, $6,000 
of Keck’s funds.” John 
Neff, a Nebraska lobbyist for Super- 
ior Oil, inquired into the dispositions 
of Sen. Case (R.-S.D.) toward the gas 


California based company 


“pers ymnal 


bill, found him leaning toward it but 
undecided, and asked Patman in the 
Shoreham Hotel for $2,500 to give 
to Case for his “campaign.” Neff went 


back to South Dakota with the money 


and gave it to a friend of Case. Case 
heard about it and spoke out on the 


Senate floor—itself extremely unusual 
under the “private club” rules of the 
Senate. 

The bill passed the Senate, but the 
President vetoed it because of what he 
called “arrogant” attempts to bring 
about its passage. He added a sentence 
about the next such bill needing ade- 
quate protections for consumers, thus 
leaving the Republicans free to state 


they defended the consumers next 
summer. 
Daniel, Shivers, Atty. Gen. John 


Ben Shepperd, and Republican Co 
gressman Bruce Alger of Dallas 
petitioned Eisenhower not to veto t 
bill, but to no avail. 


Case, in announcing th 
the $2,500 offer was madea f 
weeks before the vote on the bill, 
marked: 

“Government cannot remain fre: 
those who write the laws are obligated 
to those who will get the extrag dinary 
profits from laws enacted .... In t 


light of evidence personal to me that 
the bill has prospects of unusual 

etary profit to some, and that w 

profit would go the means for a 
tinuing effort to influence the 

of government for private gain, I 


must vote to maintain in people's 
ernment the opportunity to control 
profits from a monopoly produ 

Sen, Fulbright (D.-Ark.), spons 
of the bill, demanded full details 
resented the timing of the announce® 
ment. “We should know who the | 
ple are and whom they represent,” 
said. Case replied: “May I resp 
fully suggest that sena 
want to press the point too far.” Hi 
added he meant nothing personal 


tors nN 


(Continued on page 5) 


Student Editorials ‘Questionable’ 


(Sketch of student editor on page 6) 
AUSTIN 

Although still wincing away from 
a final statement of principle, the 
student-faculty publications board of 
the University of Texas Monday 
night voted that it had found “some 
errors of fact and some instances of 
questionable editorial presentation” 
in The Daily Texan, the student 
newspaper under fire from the uni- 
versity Board of Regents. 

Student Editor Wilhe Morris, the 
only dissenter to the finding, called it 
“direct appeasement” of the Regents 
and “admitting to guilt.” 

He added: 

“It we are going to be completcly 
honest, we should add the statement: 
‘We feel that the Board of Regents 
disagrees with tis on various political 
stamis ... in magnified, isolated 
areas’, 

The board did not act on that sug- 
gestion, 

But Wednesday the publications 
board asserted the right of the editor 
to express his opinions on state poli- 
cies if he has laid a factual basis for 
them. 

The Regents and the Administration 
have objected to editorials Morris has 
published in opposition to the Ful- 
bright-Harris natural gas bill, in favor 
of school integration, in favor of 
higher state taxes on oil, gas, and sul- 
phur, and critical of the Shivers Ad- 
ministration, Senator Price Daniel, 
and Attorney General John Ben Shep- 
perd, 


Morris has also been prohibited 
from publishing ‘editorials against the 
natural gas bill from The New York 
Times and the Christian Science Mon- 
itor. He calls this “a crime.” 

The students onthe board sided 
with the faculty against Morris on the 
finding of factual errors and ‘‘ques- 
tionable editorial presentation.” Mor- 
ris said “we're being talked out of. our 
position on every point.” 

Olin Hinkle, journalism professor 
and a publications board member, sug- 
gested the board admit to the Regents 
only that they had “examined” some 
factual errors and “some instances of 
questioned editorial presentation,” but 
the board passed the suggestion by. 
Hinkle said it was “one last bit of 
weasel-wording.” 

The group prefaced its finding with 
a statement that the Texan has given 
them cause for “much pride” and is 
“a student newspaper of the first 
class.” 

Dr, DeWitt Reddick, acting jour- 
nalism dean and also on the board, 
said: 

“My major hope is that the Regents 
will decide the Board (of Publica- 
tions) is capable of managing the af- 
fairs of the Texan.” 

He objected to insistence by Morris 
on freedom of the editor to comment 
on all issues, no matter how contro- 
yersial, on grounds that the Regents 
“will think we are entirely dodging 
the issue.” 

Jack Holland, dean of men, said 
that the publications board was in the 
position of a foreman of a manufac- 


turing company who had been told 
“the boss” he had made mistakes 
you came back and said you're stud 
ing it, you'd be looking for a jo 
Holland said, 

Meanwhile, one student member « 
the board, James Hall, editor of ¢1 
college humor magazine, the Range: 
stated he has been threatened wit! 
ciplinary probation because of a h 
line joke in the current issue of his 
magazine. 

The line read: “I will be your val- 
entine if you will be my concubine.” 

He said he had been called in by 
Arno Nowotny, dean of student 
and threatened with disciplinary pi 
bation “in indefinite terms” if the 
Ranger did not tone down. 


1 


He s 
Nowotny also objected to an arti 
ridiculing Albert Schweitzer, the sa 
maritan in Africa, as “Albert Shvys- 
ter.” 

I-ditorial comment developed on t 
Texan issue. The Jacksonville Da 
News and the Fort Worth Star-Tel 
gram sided with the Texan. The D 
las News sided with the Regents, ar- 
guing that neither the Texan no 
hired professors should have the 
to make public statements on p 
from a partisan point of view. An ou 
of-state reaction came from the S 
Louis Post Dispatch, which point 
out that the University of Texas | 
a $240 million endowment primarily 
from oil and gas and commented: 

“It is good to know that, oil or no 
oil, quarter of a billion dollars or no 
quarter of a_ billion dollars, young 
Texans are still thinking and speaking 
for themselves.” 


Allan May Run; 
Phillips Is Out 


White to Say by March 1; 
Hart ‘Likely’ to Enter 
AUSTIN 
he 
lay. Jimmy 
John White almost 
Hart he 
nnounce by March 1, 


might 
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itched 
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Smith Leaves Texas 


AUSTIN 
h, resigned insur- 
i ner, Was subpoe- 
o grand jury Mon 
-e Commission | 

Byron Saunders told 
MM Waco by 


th has left the state | 
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mamed “Southern 


nerate. 


been in a hospital re- 
n inflamed ulcers. 
have also been deliv- 
nders and Commis- 
Wentz and to Vernon 
the Texas Press Assn., 


led. 














Let those flatter who fear, it 





is not an American art. 


—JEFFERSON 
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and all our; 


Senator 


Congressinen: Senator 


Daniel 


y one is to some extent indebted 


Johnson, Kach and 
Sven 
for his present position to oil and 
gas now nearly wrongly enriched. 

In the incredible folklore of Amer- 
is often required that 


wan politics, it 
what 


the poutician he about he ac- 
cepts and what he 


quired that | 


spends, It is re- 


e compronnse his prin- 


ciples at some point, his treedom to 


decide ror 


the general weltare, if 


necessary to ftimance lis election. 
and weak men falter. 
the 
Our 


We are embar- 


iurists retreat 


President Eisenhower vetoed 


eas companies’ bill 


property. 
bow is low to him. 
assed in the presence of the Texas 
delegation to Washington, which 

led the Democratic Party away 
Irom its love of 1 
trap the 


snapped shut 
I 


It is time for the people and their 


he people into a 


President has correctly 


egislators to think hard about the 

bly sts, the costs of elec tions, who 
pays for them: about honest elec- 
tions, and the people’s readiness to 


em, through taxation if 


necess \ vay but the present 
\ \ 

It is, not right or good for elec- 
tions to be tailored for men of 
wealth instead of men oft prin iple. 
It is a weakness in the American 
ethic, the Texas ethic, a weakness of 
r public lite from which a perime- 
ating contusion between private in- 
terests ind pu blic duties has 


Wigh f I ea 


\ttv. Gen. John Ben warns that 
he is gomg to ask the Texas Legis- 
lature to invoke “interposition” if 
I essary to get that natural ras bill 


h Congress. We are sure the 


13 


nerican Congress, the American 


Judi- 


President, 


aketed a 


So Garland Smith has left the 
state to “recuperate”! Odd that he 
did so just as he was subpoenaed by 
the \Waco grand jury. Odd that 

eithe Hlouse nor Senate “investi- 
gating committee has ever asked 

17 single question in publ Does 
the Governor wish now to reassert 
his “I confidence n former Cont- 
missioner Smit 

Ti Gar 1 Smith does not return 
t iw < t ice to respond to that 

[hn i tiie oniv. conclusion the 
pecopie ¢« ¢ l ‘ that ne is run- 
ning n : | ' 
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Bartlett Appears Exciusively mm The Teras Observer 





Frankly Speaking 


MARSITALL 


In his successiul effort to confine 
the inquiry of the George Committee 
to the offer to treat extended Sena- 
tor Case by lawver Neff, 


Lyndon Johnson told the Senate: 


“Mr. President, 
thority to investigate 
would be, in my opinion, a fishing ex- 
pedition of which the Senator from 
Texas would not want to be the au- 
thor.” 


senator 


to broaden the an- 
Senator 


every 


He can that again: and likely 
add, “or the subject of.” It remained 
for the maneuvering of the sup- 
porters of the natural gas bill to show 
Washington the touch. 
lo show that our lobby pipelines are 
distinctly interstate in operation, Su- 
perior Oil’s twenty-five hundred dol- 
lars enter their gate in California, and 
proceed into v-five $100 bills 
at Austin, Texas, (untraceable but 
for the conscience of Senator Case), 
and find local distribution by lawyer 
Neff in South Dakota. Krom Tinker 
to IXvers to Chance has become from 
Patman to Neff to 
Senator muffed_ the 
to play on the team. 


say 


true Texas 


twenty 


Case—onlv_ the 


ball, or refused 


meritorious the bill 


Tlowe ver 
may be, it 


to the strate 


gas 


gy of modern politics. The 


cloak room should be the symbol o 
Had Webster served in 


Lyndon Johnson, his 


this prowess. 

the Senate of 
reply to Hayne would have been in 
the nature of persuading colleagues in 
hideaway, and then only 
Neft-type lawyers had can- 
vassed the Senate. What a 
M at 


some COZV 


after the 


oat . 
leader, 


~ 
ot) 
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FRANKLIN JONES 


Watch on Potomac 


WASIIINGTON 


Occasionally the Observer will 
publish reports om Washington by 
newsman Robert G. Spivack under the 
column title, “Watch on the Potom- 
ac.” } d } 


One question remains in the aiter- 


math of the bitter debate over the 
; 


natural gas bill. Can Lyndon John- 
son of ‘Texas lay claim any longer to 
Democratic 


t 
t 


he title of Senate 


és 1 995 
ieader { 
Juhnson was unable to persuade a 
majority of the members of his own 


party, to. go glong with this deal. He 
‘ , i 3 ' 


AUTHOR OR SUBJECT? 


will stand as a monument , 


oy B® 





mkt 








needed 31 Republican votes to put it 


across; he could muster only 22 Dem- 
ocratic votes, 


Now there is talk of replacing John- 
son. 

lt was not that Johnson is unpopu- 
colleagues. It was not 
even will be soaked 


some $600 to S800 million in higher 


his 


lar with 

that consumers 
rates. To the practical politicians, 
Johnson was robbing his own party of 
what looked like a principal campaign 
for 1956: G, O. P. ties to Big 


Business. 


vas 


} 


ssue 


Any time a Democrat yells “givea- 
way” or “Dixon-Yates,” the Repub- 
licans holler “natural gas,” 
thanks to the Johnson “leadership.” 


can now 

The high cost of lobbying Was nev- 
er more graphically demonstrated than 
during the debate. Long before the 
Senators began to discuss the issue, 
the oil companies kicked in $1,500,000 
for a special ‘““war-chest” to “educate” 
legislators on the issues. Hill 
ton, the high-priced New York pub- 
lic relations outiit, was retained to do 
the job. They also had the Dixon- 
Yates account. 

When Francis Case of South 
Dakota took the floor to tell of that 
$2,500 “gift” by an oil lobbyist to his 


> 


Knowl- 


Sen. 


hitherto non-existent campaign fund, 


there were gasps 


ot surprise from his 
colleagues. 

What they were gasping about was 
the “contribution,” not that 
Sen. Hennings of Mis- 
ers openly called it “pea- 
and a “drop m the bucket” com- 

the oilmen 
ampaign. It was doubly 
ting because it classified Case, in 
had for a 


the size of 
it was offere 








souri and ot! 


nuts 


pared to what were 


pour- 





ing into the « 
caanshet 


effect. as a senator to be 


“bargain”, 


Sen. Johnson expressed a novel re- 
action to the Case affair. “I think we 
ought to investigate the morals of 
some people in South Dakota for 


bringing this up,” Johnson snapped at 

a reporter 
sometime ago TI e€ New Republic 
ran a brilliant series by Prof. Robert 
lengler of Sarah Lawrence College 
Politics.” At 


quoted the regional 


under the title “Oil in 
one point Engler 
attorney a large oil company on 
what to do with aspiring of fice-hold- 


for 


ers 
“You just put good, green folding 
money in their lily-white hands and be 
god-damned sure they know why you 
put it there,” the lawyer-lobbyist said. 
Ropert G. SPIVAK 
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An Off-Color Burlesque 


AUSTIN 
When historians look back upon 


@the summer elections of 1956 in the 


« 


fair state of Texas they will doubt- 
less view them soberly as the End of 
an Era. Up close, however, the 
warm-ups for the big race have all 
the props and extras of an off-color 
political burlesque. 

Governor Allan Shivers, fair-haired 
foreman of the most corrupt political 
situation in Texas history, announces 
that he is “seriously considering” run- 
ning for a fourth (really a_ fifth) 
term. This is all right. Every man 
should defend his house, even when it 
is on fire. But the governor goes too 
far. “Friends from throughout the 
state” have urged him to run, he says. 

We watch the editorials closely, and 
not one have we seen in the big-city 
press asking Allan Shivers to run 
again. We watch the news columns 


closely, and not once this year have we 
noted a report on anyone saying, out 


cd 


BEXAR RIFT 


SAN ANTONIO 

Dissension among the Democratic 
Women of Bexar County reached a 
peak here last week when 28 members 
of the group resigned and walked out 
of a meeting. 

Mrs. Ruth Halworth, chairman of 
the membership committee, said that 
more members of the club would re- 
sign soon and that a new group would 
be established. 

The dissatisfied ladies said they 
were protesting what they called “dic- 
tatorial methods” of leaders who fa- 
vor accepting Democrats who voted 
for Gov. Shivers in 1952 and 1954, 
Mrs. Halworth said most who re- 
signed were active precinct and elec- 
tion workers. 

Mrs. Kathleen Voigt, local Demo- 
cratic leader and_ secretary of the 
Democratic Advisory Council, said 
that members of the group had not 
been ordered to work with the “Shiv- 
ercrats.” 

In the background of the dispute is 
a difference of opinion among loyal 
Democrats on whether Shivers sup- 
porters now “repentant” and desiring 
to re-enter the party should be given 
positions of honor in the party. 

Some weeks ago the San Antonio 
Democratic women’s group affiliated 
with the State Democratic Women’s 
Committee considerefl a motion criti- 
cizing Mrs. Jud Collier of Mumford 
for her role in opposing the selection 
of Lt. Gov. Ben Ramsey, close per- 
sonal and legislative friend of Shivers, 
as national Democratic committeeman 
from Texas. 

The criticism was not adopted. 

Mrs. Voigt has made public state- 
ments against Gov. Shivers but is in 
agreement with party leaders like 
Speaker Rayburn, Senator Johnson, 
and D.A.C. chairman Byron Skelton 
who would welcome former Shivers 
supporters back into the loyalist camp 
if they wish to return. 


Andrews, Eckhardt Elected 


Houston 

Judge Jesse Andrews and Robert C, 
Eckhardt, both of Houston, were 
elected to the Board of Directors of 
The Texas Observer Publishing Corp. 
here Saturday. 

ther directors are Franklin Jones, 
Marshall; Mrs. R. D. Randolph, 
Houston; Mrs. Minnie Fisher Cun- 
ningham, New Waverly; Mrs. Jud 
Collier, Mumford; and Mark Adams, 
Austin. Dr. Walter Prescott Webb 
and John Cofer, both of Austin, were 
directors last vear but resigned Satur- 
day because of the press of other*busi- 
ness. 

The directors expressed satisfaction 
that the Observer has become the 
third largest weekly in Texas within a 
year’s time and discussed plans for a 
renewed promotional campaign, 
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loud, that they want Shivers to run 
again, 

The Governor’s ambition must have 
stretched a lot of his friendships even 
in 1954, There it was on the record 
that he had taken a profit of $425,000 
on the sale of an option on a piece of 
land he didn’t even own, just as he 
became Governor, Now he says he 
will really do his friends a favor and 
run again. All he has around his neck 
now is a Land Commissioner in jail 
for theft and agreement to bribery, 
two grossly negligent insurance com- 
missioners who accepted gifts and paid 
vacations from the companies they 
“regulated,” and a Texas Senate 
whose members have about as much 
standing among the people as the aris- 
tocracy at the time of the French Rev- 
olution. 


As THOUGH this weren't 
enough, Shivers backed a Republican 
for President in 1952—he bemg the 
leader of the Democratic Party, vou 
understamd—and now his President 
has vetoed the bill dearest to the hearts 


of the oil and gas interests which pro- 
vide him his principal financial sup- 
port. 

These interests had about decided 
on Price Daniel as inherftor of the 
somewhat bespattered robes of state, 
but Daniel happened to be another of 
the Texas champions of the natural 
gas bill. The voters may get the idea 
that Mr. Shivers and Mr. Daniel don’t 
have the complete confidence of the 
President these days, a dastardly no- 
tion, true, since they both laid their 
names as Democrats in the mud to 
campaign for him, but a veto is a veto, 
isn’t it ? 

Daniel says from Washington he 
doesn’t care if Shivers does run: that 
has nothing to do with the junior sen- 
ator’s plans. Do either of these obedi- 
ent little political errand boys think 
the interests that finance them would 
permit them both to run? 

Meanwhile, John White, the Com 
missioner of Agriculture, informs the 
Houston Press that he’s running, too 
—only to modify the announcement 
somewhat by stating shortly there 





W haddaya Get? 


To the Editor: 

Last summer in Mexico I was stop- 
ped with tire trouble and went to a 
village to get help. I noticed three late- 
model pickups bearing the name of a 
Saltillo bank. They had come in with 
crews of laborers from jobs on the 
ranch. Tools were turned im at a com- 
missary or general store. 

This store had no cash register—on- 
ly a big ledger on the county, The 
building was a wing of what had been 
the revolution, the hacienda 
mansion, now in ruins. Some 50 fami- 
lies lived in adobe-and-stone houses 
around a plaza. The hacienda must 
have had a hundred or more families 
in better days. 

There was another store, the famil- 
iar corner tendajo, selling dried beans 
and rice out of barrels, cold drinks 
and such. Obviously this little opera- 
tion dealt in Mexican pennies. 

In this parched settlement every- 
body owed his soul to the Saltillo 
bank. There was no person of means 
in the town, The bank’s overseer and 
his straw bosses and the company 
store clerk were the wheels. 

With absentee ownership the pride 
was gone out of the village. Gaping 
holes blocked some of the streets, and 
walls had fallen down and lay un- 
mended. The plaza, oasis and garden 
of desert towns, barren 
windswept sand. 

This is rural Mexico today. After 
the revolution, the company store. No 
prosperous family lives on the land or 
in the primitive village. With modern- 
transportation and communication aud 
methods of control, the owner-mana- 
ger class lives in the state capitol, and 
for the big-rich there is only one place 
to live, Mexico City. 

This is how every loose peso is 
gleaned from Mexican countryside 
and funneled into the towering bank 
buildings, the boulevards and public 
works, the modern homes and lavish 
clubs and glittering life in Mexico 
City. Caught in the middle, small bus- 
inessmen in Torreon and Guadalajara 
protest in their Rotary and Lions Club 
meetings and on their letterheads, 
“La provincia tambien es Mexico.” 

So different from Texas, yet some- 
how not so different. The squeeze is 
on our farmers and Dallas banks tow- 
er taller and more lavish. I’m another 
day older and deeper in debt. 

ROBERT N. JONES 
3002 Dutton, Dallas 


be fore 


spot Was 


Tape Recorded 
To the Editor: 

Governor Shivers is reported to 
have gone before the Beaumont Rota- 
rians and accused “several office- 
seekers ... including one three-times 
loser of encouraging the 
and the policyholders of U. S. Trust 
& Guaranty at a Houston meeting 
to applaud and cheer the news of the 
apparent death of the man who had 
caused their suffering.” I have the 
tape recordings of the proceedings of 
the meeting, When Senator Phillips 
announced the news bulletin — that 
Shoemake had been found shot, the 
applause was spontaneous and general 
in nature. No member of the panel 
joined in the applause. The Governor 

-is quite adept in the diabolical art of 
taking known facts and weaving them 
together in such a way as to distort 
the truth beyond recognition. But 
Lincoln said, “You can not fool 
the people all the time.” 

EARL RUSSELL 
5310 Bretshire Dr., Houston 


Helpful 


To the Editor: 

Released for publication a letter to 
Senator Price Daniel: 

“ .. .Price, if you want to return 
to Texas and your 3,000 acre Holl) 
ridge ranch near Liberty and bring the 

‘wife and kids with you for keeps, in 
heaven’s name, why don’t you? Is 
there something in your book 
that savs you have to be governor 
Texas... .before you can come ba 
I am caused to ponder the question 
whether vou are really thinking of the 
wishes of your wife and children, or 
of the apparently insatiable ambition 
of Price Daniel . 

I hope vou can bear being senator 
just a lithe while longer. 
member, however, that when you ran 
for that office, I did everything I 
could to keep you in Texas. 

LAWRENCE L. BRUHL 


Llano Building, 


depositors 


as 


all 


ew Phe 


Please r 


Would Approve 
To the Editor: 

I-nclosed is a check for a year’s sub- 
scription. You inherited my name on 
the mailing list from (Paul) Hol- 
comb, as he always sent me a free 
copy. I was working with him in FI 
Campo during the time of the big vic- 
tory over the sulphur company back in 
the thirtics and have always had a tre- 
niehdous admiration—even affection 





after that he hasn't made up his mind, 
P. Hart says it’s likely he 
will Yarborough says to a 
f he first time that he defi- 
nite Reuben Senterfitt says 
the the merrier—and what a pity 
Jin " home with his marbles. 
V\ ide Jimmy run, or not run, 
as t iy be? The senator from 
An id when he announced that 
he iny big money, he’d run 
on ‘s and dimes of the pore 
; gonna help get in that 
bis Sealy Hospital. Ap- 
pare ody had a boom over 


| 1cad somewhat heav- 
hich nickles and dimes 


e if the hberals could 
get na single candidate. Ap- 


p © conservatives, like 
tt are going to shred 
en i When before have the 
De ne conservative—Sen- 
te ther conservative— 
D the choice of the 

ngemakers’? Truth, 


But 
too, feel the chaos in 
? Old ] J. Holmes 


hea 4 
I SAVS 


he'll really 


it appears 


shaping my pode 

| sharpening my ine 
like a father 
that Mr. Holcomb 

( Njos the Observer 
ig published, and 
of the entire 


host 


approve 
IWIN G. STAFFORD 
St., San Diego, Calif, 

Students Read Observer 
a enthusiastic reader 


( for some time. As a 
sol te 


wher of history and 

Ci juite naturally interested 
ung minds relative to 

the dav. In our search 


we can see it, we are 
ariety of printed mat- 
ch, of course, in con- 
our students 
with relish, com- 
I and zeal, For them, it has 
new mental horizons, 
it reading the Observer 
was a matter of per- 

on and responsibility 

of facing, with these 

problems that beset the 


nany ot 


1 
« VCi 


1OMAS P. YOAKUM 


\ntonio St., San Marcos 


teacher of history 
in San Mareos High 


Fire the Regents 


f J. Frank Dobie’s 

ot the i 
is timely and com- 
ill give the Texas 
rht into the putrefac- 
» Cncompass Our state 


activities of 
VW 
gradually overcom- 


» freedom of thought 
n the faculty and stue 


ethod which have 

ade have lowered 

e of the nation’s fores 

i ies to a most unenviable 
| ultimately lower our 

imning to a  despotie 


midit on that must chale 

inds of Texas people, 

solution is to 

sent Regent body at 
t possible date. 

M. M. JOHNSON, 

903 Thomasson Dr., Dallag 


ar niy “seeming 


1 
a ce pre 


Daniel, Johnson vs. Douglas, Humphrey 


1,000 cubic feet, with the rate as high 
as $2.53 in Connecticut. 


WASHINGTON 
A haison of Southern and South- 


western Democrats with conserva- 
tive Kepublicans pushed the Ful- 
bright - Harris natural gas _ bill 
through to Senate passage this 


month over the protests of a narrow 
majority of liberal 
third of the Republicans. 
led 
and the Senate 
and the 


ance of 


Democrats and a 


Hlouse 
Speaker Sam Rayburn 
lexas delegation held the bal- 


d the plan 


set ; 
Texans the wav im the 


powel that squc ike 
to exempt gas produ 
control through the 
Majority Leader 
it first on 
year, and both John 
Pri 

ara 


Critics c 


rom fe deral 
1955, 


cers f 
House in 
Lyndon Tohnsor 


the Senate calendar this 


| daniel tox } 


mtended It would raise 


Pr Cs oO more 1 21 1 ( «ds 
users bv 1 Sooo SSO0) 1 hh 
Ll: nders ¢ e 1 ¢ led RQ ib 
S| 

| as bp es 1 t i the 
ni ] gas it enters state com- 
meree in ti U.S The stat . Mas 
1.700.000 na il g Ss el 

The hill passe Ne ( ‘ “ee. 
Der 131 R } Tes 
24 Ds ‘rats $ Rep ins ) 
posed it. Pre Eisenhower vetoed 
M oiast eh 
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-_" P : 

1) t led t t ¢ iwerace 
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}’ ces € 1 < 
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lation and price-fixing would d ease 
he e s \ of fr CAS n 
interstate cor an Vv m- 
crease consumer es. He woe 1 
ss S t 1d de- 
Ter ec i r i e market p as 
th Ss larel eder revgui ( 

Us ng $1 3 is a total > to the 
consumer gas, Daniel and John 
son both argued that a water the 
Sena rest int WO be tpped 
more th n 12.5 cents Ww ] ne sar 
was the producer's share. The appar- 
ent | tion was that producers 
. re T Te T ! y 

Daniel said that the Phillips deci- 
sion of June 7, 1954, holding that nat- 
ural gas is under the Federal Power 


“chaos and 
He insisted 
the independent gas producer is not a 
public utihty because he ts in a haz- 
ardous and competitive business and 
has no mohopoly, no guaranteed re- 
turn on his investment, and no right 
Considering sup- 
pliers of natural gas to be utilities 
could “ensnarl the whole economy,’ 


he said 


resulted in 
in the mdustrv 


Commission, 


con fusi ym” 


of @minent domain 


He also objected to “red tape” be- 


fore the F PAL He said one Texas 
producer told him it cost him $10,000 
lor a copy of hearings relating to an 
application and contract of sale. 
Johnson argued the Senate cannot 
let the Supreme Court write its laws. 


He said butter, cars, and coal might 


come next natural gas goes under 
federal “price fixing.” The natural gas 
bill “is recommended by good, honest, 
sincere men who believe they are pro- 


tecting the interests of the people,” he 


said 

The senior senator said the issue 
was free enterprise versus socialism. 

li we sh to follow our demo- 
¢ < ee «¢ erTprist s\ stein, we can 
sav. ‘We, the Senat can entrust to 

s mie r v. of setting rea- 
S € price ic son said. “Or, if 
we wish to follow the socialistic the- 
orv, we can sav, ‘Natural gas ought to 
be publicly owned, anyway, and we 
will gwe vi SIX percent of your in- 
vested « t ; 


it interesting to see 


some people who used to attack the 
utilities “act in cahoots” with them 
ind eel that thev are on the side of 
thie iVecis i t it evervone who dis- 
agrees with them is a robber.” 

sen Monroney (D.-Okla.) said 
that provisions the bill will prevent 
“unreasonable price increases.’ He said 
it gives protections “to beth the pro- 
ducers and the consumers.” He hit the 
estimate the bill would cost consum- 


$800 million with the argument 


that producers’ total receipts from gas 


to household consumers are only $191 
million now He called the S800 mil- 
lion figure “absurd” and “out of thin 


said that the producer gets 
10 cents of the average price to 
residential user of 89 cents per 


OnLy 


the 


SEN. DOUGLAS led the 
fight against the bill with copious ar- 
guments and statistics. He charged 
gas prices will certainly rise under the 
bill, which he said explained why big 
oil and gas companies “raised a war 
chest of at least $1.5 million to pro- 
mote the Harris-Fulbright bill and in- 
dicates the nature of the campaign we 
have seen and may expect.” 

Texas exports 53 percent of the gas 
in interstate commerce and 829 
of the 1,852 gas producers, Douglas 
said—but the bill, followed by a price 
rise, “while it may actually benefit the 
829 producers in Texas, will injure 
the 1.683,000 consumers” in this state, 


has 


he said. 

Douglas's Statistics contained 
the interesting point that Dallas 
man HH. L.. Hunt marketed one percent 
of all the natural gas sold to interstate 


also 


oil- 


pipelines in 1954. 

Douglas said prices will go up $600 
million a year, $25 to $30 for each of 
21 million f | 
the increases to go, “in the 


big | 


~ 


1 


consuming famihes, with 


main, to 35 


companies that sell 70 percent of 


the gas which enters interstate com- 
merce.” He listed four Standard O11 
companies, Phillips, Gulf, Atlantic, 


Shell, Humble, and big pipe- 
lines as beneficiaries. “The bill will re- 


sult in a still further concentration of 
, 


Texas, 


wealth and a still grea 
of economic power,” Douglas said. 

Sen. (D.-Mo.) called it 
“special privilege to the oil and vas 
industry” and one 


pose d a 27 


ter aggregation 


Hennings 


said no had _ pro- 


5 percent depletion allow- 
need it 


for farmers, who 
than oilmen, 


ance more 


Sen. Potter (R.-Mich.) thought it 
“ironic” that the Senate should be 
asked to consider the gas bill to bene- 


fit “S000 producers” while legislation 
on school construction, highways, and 
farm problems was kept waiting. 

Sen. Lehman (D.-N.Y.) said prices 
would rise and that there will be a de- 
mand for repeal of the “iniquitous 
27.5 percent depletion allowance.” 

Sen. Wiley (R.-Wis.) said the sixth 
largest industry in the country should 


not be removed from federal regula- 
tion, 


Sen. Morse (D.-Ore.) said “it is a’ 


question of 25 million consumers 
against perhaps 60 big owners of the 
bulk of the nation’s natural-gas re- 
serves.” He argued that Texas pro- 
duced more than half the nation’s nat- 
ural gas in 1954 and cited figures from 
the Texas comptroller that more than 
80 percent of the production in the 
Texas Panhandle came from 15 larg 
producers, and 15 producers account 
nt out of the East Texas 
Iwo Humble and 
Phillips, control one-sixth of the na- 
tion’s natural gas reserves, Morse said. 


fe T 69 pe rce 
companies, 


area 


He called for an end to the 27.5 per- 
cent oil depletion allowance. 
Sen. Langer (R.-N.D.) said the 





“same terrific lobby” that opposes the 
oil depletion allowance reduction 
worked for the gas bill. 
(D said 


M ich ) 


Sen Van aTa 
the bill is “a complet: contradiction of 
the basic principles of the Democratic 
Party” and was intended to place “hil- 
lions of dollars” in future profits and 
capit oa n the mink-lined pock- 
ets of a comparative handtul of \W all 


Southwestern United 


Stares oil t 1 gas companies 

Sen. Barkley (D.-Ky.) said: “Cras 
and oil companies are public utilities 
and are monopolies, because gas and 
oil are i of t] resources of Our 


(god A] 


countrv, with which 


has blessed 1] ii¢ people.” 

the Fulbright-Harris plan was tot 
istumers 1 the Pickwickian sense 

(that) it will consume more of the in- 

come of the people than was con- 

sumed before.” 

Sen. Humphrey (D.-Minn.) chal- 
lenged the 27.5 percent oil depletion 
allowance, “quick write-offs, explora- 
tion and development deductions, and 
other favors.” He said) gas prices 
would rise under the bill. 

Sen. Smith (R.-Maine) said she 


wads not convinced that federal regula- 


tion “has impoverished gas producers 
or discouraged gas explorations.” 
“The real purpose of the bill is to 


clear the wav for an increase in nat- 


ural gas heating prices,” she said. 


Texas Officials, Oilmen ‘Distressed’ 


AUSTIN 


Public reactions to the President’s > Newspaper 


veto of the natural gas bill from 
lexas political leaders and Texas 


oilmen, if not umiform, were uni- 
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AGENCIES 





And NOW over s43:000.000 


OIL INDUSTRIES LIFE 





5011 Fannin, 
THROUGHOUT TEXAS 
Western Indemnity Life Insurance Company 


Life Insurance Company in 
Texas with $1,000,000 Capi- 
tal and Surplus Paid in Cash 
Prior to writing business— 
August, 1954. 


To set a World’s Production 
record of over $33,000,000 in 
its first year. 


LIFE INSURANCE IN 
FORCE AS OF DEC. 31, 
1955. 


Houston, Texas 








Daily 


was 


formly of distressed tone. 


editorial reaction 
mixed but generally anti-veto. 


The Fort Worth 
said Eisenhower gave “a weak ex- 
and that the that could 
now be said about the $2,500 gift was 
that it was “stupid.” The Longview 
News-Journal called the veto a “blow 
to freedom” and said campaign contri- 
butions are commonplace. The Dallas 
Times-Herald deplored the veto. The 
Houston Press said Eisenhower had 
Z for it, however. 


Star-Telegram 


cuse” worst 


good reason” 


Before the veto, the Houston Post 
commended Johnson and Daniel for 
“superb work’; the Houston Chroni- 
cle said the campaign against the bill 
was “shameful”; the San Antonio Ex- 
press said a veto based on the Case 
incident would be “a pity”; the Beau- 
mont Enterprise said a Senate inquiry 
is needed. 

San Angelo’s Standard-Times hit 
“the cheap approach” of the $2,500 
offer and asked: “Why is the nation 
fed up with Texas? Because it is the 
misfortune of Texas to have to claim 
as her own some of the most fatuous 
rich men in American history,” who, 
the newspaper should confine 
their activities to the oil business. 


said, 


Gov. Shivers said he was “terribly 
disappointed” and criticized the Presi- 
dent’s advisers, He said the Case inci- 
dent shouldn’t have been a deciding 
factor. If gas production can be fed- 
erally regulated, so can auto produc- 
tion, he argued. 

Atty. Gen. Shepperd expressed 
“keen disappointment,” urged passage 
over the veto, and said he will send 
Texas leyislators copies of a resolu- 
tion on interposition ii the over-ride 


“Ome of the worst setbacks in 
relations in our 


fails. 
state-federal 


history,” he said. Claude Voyles. Uni- 


nation's 


versity of Texas Regent and oilman, 
was “disappointed.” 

The three railroad commissioners 
protested. William J. Murray 
“distressed.” Olin Culberson was 
ribly disappointed” and couldn't un- 
Eisenhower's veto “after his 
strongly stated position to give back 
to the states some of their sovereign 
rights.” Ernest O. Thompson said it 
was “a great blow to _ state 
eignty.” 

Senator Daniel said the reasons F1- 
senhower gave for the veto “are most 


was 


“tere 


derstand 


Ssover- 


unfortunate and cast a reflection on 
the Senate and its members.” [le 
called it “the most ill-advised and 
poorly reasoned veto of the Eisen- 


hower administration.” He said Iisen- 
has “turned his back the 
very principles of free enterprise, 
states’ rights, and decentralized power 
on which he campaigned.” 

“The people will regret the veto 
when all the facts emerge,” Senator 
Johnson said. “I cannot see that he 
gave any good reason for vetoing the 


hower on 


bill, nor do I think he even gave a 
good excuse for vetoing it,” said 
Speaker Rayburn. 

Texas oilmen, too, furrowed their 


brows. One of them, W. N. Blanton 
of Houston, exploded that it was a 
“dantnable outrage.” Less quoted but 
more to the point was the quiet an- 
nouncement of Oilman Johnny Mitch- 
ell of Houston that he is writing the 
Republican Party to get back the 
money he contributed to a GOP din- 
ner recently. 
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(Laredo Times Editor W. P. 
Allen is given to the kind of 
sweeping editorials volleys for 
which country editors used to be 
famous. The Observer is not ad- 
vised on how vulnerable or invul- 
nerable Laredo is to charges of 
lawlessness, but apparently Allen 
is quite confident on that point. 
Allen spent Tuesday ‘night in a 
Fort Worth jail for refusing to 
tell a grand jury his sources Tues- 
day. Wednesday he said they 
were anonymous.— I-d. ) 


LAREDO 


Laredo, usually a quiet border 
town of usually peaceful citizens 
who can cross the Rio Grande into 
Mexico to find lawlessness if they 
want it, but who keep their own 
city free from gambling, prostitu- 
tion, and crime, did not like it when 
a narcotics investigation committee 


Laredo on Guard 


Editor Allen Accuses Fort Worth and State Officials 
Of Rake-offs; Grand Jury Subpoenas Him for Data 


headed by Senator Price Daniel said Laredo ‘Times, 
the town is the main artery of dope 
trafhc from Mexico. 
District Attorney E. 
a youthful law enforcement officer 
who keeps trim by sometimes spar- 
ring with the kids at the Boys’ Club, 
maintained that all dope addicts and 
merely tourists 
passing through Laredo--that Laredo 
is simply a main artery from Mexico, 


Last week, the 
conservative newspaper which doe 
even carry an editorial page, b 


James Kazen, 


whose publisher, William Prescott 


takes a mind, again pointed an accu 
ing finger at the rest of Texas for nm 
being free from crime like Laredo. 
Allen, who in 1951 
the University of Texas be moved t 
Laredo because Austin 
corruption and set a bad example 
the youth of the state, charged 
Texas was not only going to the dog 


1 


but that some city and state official 


dope smugglers are 
suggested tl 
period. was 

Other officers point out that there 
are only a handful of known dope ad- 
dicts in the that Laredo 1 


y, and 1S 
just an innocent by-stander. 


city, 


Bracewell Says Insurance Fees Sickening 


AUSTIN 

Senator Searcy Bracewell of Hous- 
ton, who quit the Senate investigating 
committee in protest to its closed ses- 
sions, said last week that legislators 
taking fees from defunct insurance 
companies is “a sickening thing” but 
that “the real tragedy” is that the peo- 
ple don't think there’s anything wrong 
with it. 

“Tt takes a scandal to jolt them into 
thinking,” he said, 

The Democratic Veterans of Texas, 
at their annual convention in Hous- 
ton Feb. 12, adopted resolutions ask- 
ing for impeachment of officials “re- 
sponsible for the present scandals” 
and a strong lobbyist control act. 

“The present chairman of the In- 
surance Commission has accepted ex- 
pensive trips, whisky, and other gra- 
tuities from insurance company offi- 
cials,” another resolution said. “Other 
employees of the commission have 
been dismissed for these same indis- 
cretions; therefore, the chairman 
should resign ; 

W. O. Cooper, re-elected president 
of the group, said of Governor Shiv- 
ers: 

“His charge that communists are be- 
hind the insurance scandals is so ridic- 
ulous as to raise the question of his 
emotional fitness to remain in the of- 
fice of governor.” 


Lobby Uproar 
(Continued from page 1) 


Sen. Monroney (D.-Okla.) said it 
would be very easy to use “dead cat” 
tactics implying the bill's supporters 
“are minions of the oil companies.” 

Sen, Johnson persuaded the Senate 
to adopt the Senate leadership's plan 
for an inquiry limited to the Case mat- 
ter. He said then he would not want 
to be the author of the “fishing expe- 
dition” proposed by Hennings, who 
wanted a full probe of the oil and gas 
lobby. 


Sut then the special committee 
learned—with the public watching 


avidly—that the money had, indeed, 
come from the “personal funds” of 
Superior Oil’s president.: The Wash- 
ington Post observed: “The committee 
appears to have kicked a hole through 
a wall that has been concealing a ma- 
jor scandal.” 

Neff and Patman went before a fed- 
eral grand jury. 

Both. insisted to Senators that there 
were “no strings attached” to the 
money, but Patman said he wouldn't 
have authorized its pavmeat if he had 
not thought Case was for the gas bill. 

Asked if Keck was pleased with his 
putting $2,500 into Case’s “campaign,” 
Patman told the Senate committee: 
“T don’t know if he is pleased but he 
hasn't fired me.” Patman admitted he 
was pleased “very, very much” when 
Neff told him Case favored the gas 
bill. 

Superior Oil Co. had assets of 142 
million, total sales of $76 million, and 
net profits of $10 million in 1954. 
This compares with profits of $585 
million for Standard Oil (New Jer- 


legislator to be engaged in private In 
but it should be made extre 

for to make 
fat living by selling their votes any 


Insurance Mess Proceeds 


NESS, 


hazardous lawmakers 


Apace; More Firms Close 


ee GOV. Ben Ramsey passed along fluence.” 
to Texas Council the 


House committee's request tora study 


the Legislative 


AP writer Bo Byers reporte 


of legislative ethics and lobbyist eon- week that legislative investi 
trol legislation. Ramséy said the Texas have left “hot only un nswered 
situation should be “gauged by the also unasked a numb ror que 
prac tical results” in the held in other especially regard b SenAOF 
states. ments from ape Tri st & Gu 
Hie etid the’ nat Lesicteters “tag ST SE Ot ie torte 04 7. By: 
the best job of legislating insurance Saunders and Renne Allred, J1 
+ Sees: a ‘i. also noted that ex-commission 
reform effected in the past 50 years REE SAO ra I ae 


and that more companies-—“undesira- 
bles and will doubtless 
be put out of business before June. 


rit questioned in public 
scavengers 
Letters given Rep. Bert McDani 
U.S. Trust’s lawyer, by Paul ¢ 
board legal examiner, and then pa 
to D.A. Tom Moore of Waco, est 
lished that the commissioners w 
ceiving regular reports on U.S. Tru 
“trust certificate’ acceptances a 
the law went into effect requiring a 
cense for such sales. U. S. Trust 
not have such a license. The Obser 
reported late last year that the con 


A special five-man committee of the 
State Par— Hatton of Dal- 
las, Albert P. Jones of Houston, Page 
Keeton, law® school dean at the Uni- 
verstty of Texas, ex-Gov. Dan Moody 
and William L.. Midland 
now looking into ethical problems of 
lawver-legislators 

In an editorial, the Dallas Times 
Herald said the people have learned 
that a number of state legislators are 
“not individuals possessed of flawless 
ethics.” Rep. Doug 
Bergman's comment that “it looks as 
if it is a penitentiary offense to do 
business now,” the newspaper said: 
“It is not a ‘penitentiary offense’ for a 


Summers 


Kerr of 1s 


sales and 


morte 
Remarking on reports. _ 
Meanwhile, the commission order 


a crackdown on automobile financin 


must be listed separately in car fin 


ing and threatening any firm that doe: 


‘ not do so with orders to show ca 
Reaches Austin why they should be permitted to 
in business. 
sev) and $226 million for the Texas 
Company in 1954, (The profit figures 
are after taxes.) 


In El Paso, Robert Hampton, gen 


Sureau, pointed out that county mu 
tuals—E] Paso has four of them—a 


Patman's offices are in the Perry- our © 
not under the commission’s rate reg 


Brooks building in Austin. He worked 
for the Texas Railroad Commission at 
one time. In 1951 he served as an 
“observer” for the Senate and House 
small business committees at the third 
World Petroleum Congress at the 
Hague, Netherlands, but he paid his 
own expenses. He was with Superior 
at the time. 


in Senate Bill 15, exempted them 
Hampton said that he 
complaints of charges nearly twice 
high as in regulated casualty compan 
ies. 

Texas Union County Mutual Insur 


has rece 


into receivership last week. 


NEWSMEN in Washington 
began digging into other oil contribu- 
tions. 


insurance companies had _ filed 
annual statements with 
week’s end. The deadline is 
The statements require much new in 
formation. 

In Dallas, J. A. Irwin told 
bankruptcy referee Glenn Smith abou 
the operations of J. A. 


They found that Keck gave Sen. 
McCarthy (R.-Wis.) $2,000 and that 
H. R. Cullen of Houston also contrib- 
uted $5,000 to McCarthy's campaign 
in 1952. 


federa 


Irw in corpota 


tions. Emery Wiley, the receiver for 


Cullen, Houston oilman, and his American Atlas Corporation, said tha 
son-in-law, Douglas Marshall, have’ it was “a mixture of deals of one cor 
contributed $26,600 to Republicans’ poration to another.” 


The number of representatives w he 
signed a petition to call a special 
peachment — session [ Hou 
stalled at 26. Gov. Shivers appar 
has no intention of calling such a sé 
sion, The 26 who signed: 


campaigns and the G.O.P. itself in 
1952 and °54, it developed. Four of the 
contributions, totaling $14,000, were 
to the party. Three were to Sens. 
Mundt (R.-S.D.) and Beall (R.-Md.) 
and Rep. Allen (R.-I1l.). Others were 


ol the 


° ° Reps. Cox, Conroe; Ford, Corpus: Mu 
to opponents of other legislators. Alice: Maverick, San Pte we Lane, Whar 
Morgan, Kaufman: Jackson, Corsicana Carr 
Se ‘ ~ 5 = P chall, Hillsboro; Sadler, Hickory Grove; Schran 
Sen. Douglas (D.-Ill.) said early ute” Mak Muec deaeninc -Sheean, Se 
™ — ‘ ““ . . «6 . ” Spring, Apple Springs: Hogue, Athens; Patter 
last week that “enormous amounts oo eee We eee eh 
2-e > } anc 1c Waco: Yezak Bremond Zhranek, Daisett 
ac ’ ) 1 : ° Ss mei “s 
had been spent to influe nce public Siccaies dee dnaeaes Wie” Wines oe 
opinion on the natural gas bill. Sen, Uvalde: Talasek and Cox, Temple; Harder 


Denison ; and Hughes, Sherman. 


Lehman (D.-N.Y.) said one oil com- 
pany had improperly pressured its em- 
ployees to back the bill. 
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full of 


missioners stated they knew of thes 
were receiving the writte 


pointing out that all insurance charges 


eral manager of the Better Business 


lation powers. (The last Legislature 


ived 


ance Co. of San Antonio was ordered 


Several hundred of the 1,400 Texas 
their 
the board by 
Feb, 29 


1 


Dal Worth, Galveston, Hows. 
Christi, and Austin are 
ret there faster. 
of corruption was yen- 
¢ yee hieally he picked Fort 
that gambling there is 
payoffs to politicians and 
olfs were reaching some 
‘ e state capitol. In an open 
: ame aiter Fort Worth 
t ent officers issued denials 
i ed amazement, Allen asked 
ort gambling jomts ACTOSS 
Carter Airport, North It. 
jolts, policy rackets in 
it ction, and gaming on the 
Highway were operating 
Pe 
ed the open letter to Po- 
7 {ato bliyhtower, District 
ra Fender, { oke steve 
or Control Board, Dep 
c ied Clark, and Deputy 
e Johnson. 
er charged in his news- 
ere are 1,500 marble mae 
e Fort Worth vicinity 
political syndicate $10 a 
eported that it had re- 
Vednesday night from 
an who gave his name 
m, saying that “every 
ve said in these stories is 
a limes reporter at 
ed in a roundabout 
nelicate at Odessa 
ied and indicted on 
ortion of $730 about 
his trial is to come 
h and he is under 
1 Allen had stirred up 
have the Tarrant 
ry subpoena him to 
ly v hat else he knows 
‘ < there 
tre grand yary cor id 
nformation without call- 
¢ ay ip there but that 
var to testify “if every 
el ayency s rounded up 
ore lederal District At- 
IL. I loore and the In- 
e Service” and takes he 
hat gamblers supplied 
formation on which he 
n res. The grand jurv also 


W. ©. Kirkwood, former 
Bill Rudd, former 
he fort Worth Press 


with the San Antonio I-x- 


and 


ago that 
corrupt citv in 
Hen added, “Our charges 
proven 100 percent from 
the insurance scandal, the 
| iquor ( ontrol 


ved five years 


the most 
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THE FINE ART OF A DEER HUNT 


KENEDY 
My counsin and I had read of a 
day 


Bri son 


lease for deer hunting on the 
Ranch Whitsit. It 


seemed to be an ideal location, near 


near 


Kenedy, and cheap enough. 

When I told a friend of mine of our 
intended safari into the next county, 
that 


kivers.”” Three Rivers is 


he warned: “Be careful about 
the re Three 
a town on the road to Whitset. “There 


is where it costs vou $250 to make the 


acquaintance of the law,” he ex- 
plained. He had been arrested there 
for the trivial offense of socking one 
of the local gendarmes, the sheriff, to 


sced about 


who had 
escaped the cot Three Riv- 
ers calaboose by paving hts fine with a 


be precise. Ele then remim 
} 


a mutual friend of our 


ifines of the 


[he impending venture as 
appealed to me. A, the chase 


through prickly pear, cat- 


a nimrod 


crawling 


nat is tne rte 


claw, and mesquite thorns can be 
called a chase: the raising of ones 
trusty rifle ‘one has remembered to 
load and take it off safetv; the 
bringing down of the wary deer—it 
has hit it, or if one has not brought 
down a cow or a billv goat by mistane, 


I was to provide the transportation 
and mv cousin the victuals. When I 
a 1 at his home he had a pint of 
Cals s Reserve and some dough- 
nuts. I began to complain strongly 


about this heady fare. There had been 


some 35-vear-old Scotch advertised in 
the morning paper. The least he could 
have done, I wailed, was to bring a 
bottle of that along. He retorted that 
anv whisky a Scotchman would leave 
alone for 35 vears couldn't possibly be 


fit to drink 


W: LEET in the middle of 


the night to get there in time for the 
bountitul shooting we expected to be 
engaged in on the On the 
way | meditated about an anthropol- 
Oxy ‘pt who once asked what I 
was thinking about. “A deer ritle,” I 
told him. “What! You would murder 
poor innocent deer —fo on and think 
making an atomic bomb.” I 
walked away smirking, knowing that 
he wasnt as strict a vegetarian as he 
claimed to be. He had told me once 
about having dinner with a family in 
the interior of The unex- 
pected — or expected — happened: a 
grasshopper jumped in his soup. Hav- 
ing international manners approaching 
Or even surpassing Emily 
Post. he became insectivorous and 
quaffed the soup, grasshopper and all. 
Mv understanding is that the grass- 
hopper was im the prime of his life 


morrow. 


OTeSSOT 


} 
about 


Mexico. 


those of 


_ — - — 





AFL Men Accused 


AUSTIN 

Four -AlFL union members have 

wen arrested. two of them charged 

vith possessing a bomb and arson 

and two local union leaders with 
levis 1 ee 


ping and conspiring to cause an 
other to possess a bomb. ; 

Thev are charged in connection 
with a bomb blast at a North Aus 
tin warehouse in August 1954 
Property was damaged but no one 
was hurt 

One of the four men, Ra nd 
( Schafer, bu mess manaver of 
local 657 of the Akl Teamsters 
Union, said at the time that no un- 
ion member had anything te do 


with the violence and offered a 
$500 rewatd for arrest and convic- 
tron of those respon ible Che 
warehouse had been picketed after 
the firm refused to recognize the 
union as bargaining-agent for its 
drivers and helpers. 

Texas Rangers conducted the in- 
vestigation, The accused men had 
no comment as they were jailed at 
mid-week. 











Alertness, Sober Purpose 
Lead Surely to the Kill 


and at the height of his vigor when he 
met his untimely end 

Tinid 
little know 


sadists—the 


souls hunting 
note the 


commission 


opposed to 
and neve 
game 
arch demons enforce 
a hunting timed to coincide 
with the only privileged period of the 
poo! deers’ lite, the period when they 
are The male deer is 
very reckless during this period, with 


game 
real 
officials, These 


Sscason 


wont to woo 


an instantaneous wedding and honey- 
moon among the prickly pear on his 


mind and his heart's desire in the 
sights of his antlers Unlike their 
verv distant mammalian cousin, homo 


sapiens, deer make no long flowery 
| 


speeches, have no chaperones, con- 
sume no beers, pa k im no country 
lanes, are intimidated by no shotguns 


to enjov hl 


prin 


but thev e despite 


seem 


the poverty of their itive roman 


tic gamodits, 


The triang in deer courtship ts 
also brief. Instead of vying with their 
physical charms and financial status, 
the b ks nie ly lock horns and the 


best one wins—if another hasn’t ar- 
rived in the meantime. 

And it is during this delicate mo- 
ment that the hunter arrives on the 
scene like an outraged husband and 
peppers the hapless buck with 30-cali- 
ber anti-love potions. 


HAVING ARRIVED at 
the scene, we proceeded to spend the 
night in my pick-up truck. We became 
hungry and ate some doughnuts. Hav- 
ing no water, an eventuality we antici- 
pated and provided for, we drank the 
Calvert. We found that whisky and 
doughnuts are a most unappetizing 
mixture, so we were forced to forego 
the doughnuts. But soon a larcenous 
raccoon peculated our doughnuts 
that we had placed on the truck fen- 
der and absconded into the brush. 


“Hah,” we chuckled, “Let him have 
the doughnuts. We'll soon have fresh 
venison,” 


IT WAS DAWN and the 
sun shiveringly arrived on the hori- 
zon, seemingly paused awhile to de- 
frost, and shakily resumed its voyage. 
My dentures were quaking, and the 
fillimgs beat a metallic staccato in the 
morning chill, 


We found what was certain to be 
deer spoor, and after a couple of miles 
of the most meticulous, unerring 
woodcraft, we descended on our prey, 
which was a billygoat. 


My cousin suggested that we separ< 
ate. | went back to the pick-up and 
continued my snooze. A shot awak- 
ened me. It appeared that my cousin 
had been confronted by a truculent 
hoot owl, 


He chided me for my disinterest, so 
I accompanied him on his next foray. 
Seeing no deer, we decided to take 
stations on a high hill overlooking a 
ravine. Any deer with nothing better 
to do than trot down that ravine would 
be our helpless target. It had rained 
the day before and the ground was 
quite wet, so I assumed my post on 
the most comfortable looking rock pjle 
and went back to sleep. 


The cousin awakened me and said 
his wife was expecting him back by 
which meant that he had 
damn better be back at two 
o'clock. The trip back was uneventful, 
blew out a tire, the 
jack slipped from under the truck 
three or four times, and most of the 
hydraulic fluid leaked from the jack. 
Finally we wended our prickly-pear 
home, sans venison, sans rabbit, 


two o clock, 
sure 


except that we 


way 
sans hoot owl, sans nothing. 
DAN STRAWN 


illie and the College Yel 


Morris 15 not i it. 
‘re from = Mississippi 
He 


south of 


four years a was born in 


Jackson, 60 mules Green- 
re kmmett Till. was mur- 


lie never thought to question 


wood, whe 
dered 
segregation and poverty. It was all 
around him and he knew no option 
fb 1. 

In his second year in the University 
of Texas he changed. Now, twenty- 
one, six feet tall, full cheeked, boyish, 
he is defending the newpaper 
he edits against the massed opposition 
of the University of Texas Regents 
and its constituted agents. 

Next fall he will go to England to 
begin three years as a Rhodes Scholar 
at New ( ollege Oxford. He hopes to 
team up with the two other American 
student editors on a trip to Russia 
next summer, This doesn’t fit the 
stereotype of tight-lipped American 
vouth paralyzed into conformity, but 
then there aren't many like Wilhe. 

When the Regents declared two 
weeks ago that The Daily Texan, the 
student would thereafter be 
prohibited from editoralizing on state 
policies, one of them, rancher-oilman 
Claude Vovles, explained to a newspa- 
perman: “We're just trving to hold 
Wilhe to a college ; Instead, a 
vell went up against the Regents from 
y—the student assem- 
bly, the voung Republicans, the young 
Democrats. Then it known 
that the Regents were objecting to ed- 
torials Morris had published urging 
higher rates on oil and gas taxes, de- 


student 


paper 


yell.’ 
body 


the student 


became 





feat of the Fulbright-Harris natural 
gas bill. op tion to the “corrupt” 
Shive ration, integration of 
the sé th that the issue be- 
Ca e l Mla 

Morris defiel the Re gents, and the 
student and ulty custodians of the 
lexan are now trying to find a way 
out. Willie is for a free editor, and he 
wont quit, “They'll have to fire me,” 
he says 

Hi: WAS BORN in Jackson, 

Mississippi, son of native Mississip- 
pians. His father works in a hardware 
store 


His great uncle, Henry S. Foote, 
was one of three men censured by the 
United States Senate (for drawing a 
knife on a fellow U. S. Sen. Thomas 
Hart Benton of Missouri in the Sen- 
ate before the Civil War 
started). His great grandfather was a 
newspaper editor in Raymond, Missis- 
sippi, until yankee soldiers came m 
1863 and threw his press in a well, 


chamber 


He Came From Mississippi 
And Changed a Little 


“I lived the first seventeen years of 
my hfe in that prejudice and poverty 
of the Mississippi delta,” he 
“I took it for granted. "Then at the 
first of my sophomore year here I got 
some perspective, but [I have a deep 
feeling for my friends who are staying 
there, who have never gotten this per- 
spective and probably never will.” 

He thinks younger Southerners, 
more enlightened than their elders, are 
the hope of the racial solution. Even 
though he is “only a family Bible and 
a grandmother away” from the Recon- 
struction, he believes the Citizens’ 
Councils for the preservation of seg- 
regation are “agitation,” and he sub- 
scribes to the middle-of-the-road, 
lutionary approach taken by Missis- 
sippi editor Hodding Carter. 

“It’s not exactly a liberal point of 
view, .. .but we have to come to grips 
with the Democratic tradition and the 
Christian ethic,” he 

As Texan editor he has urged toler- 
ance on the issue of Negroes at the 
university. “I'm highly pleased with 
my fellow students,” he says. “we will 
have no, or very little problem when 
undergraduate Negroes come in next 
September.” (The University now has 
sixty Negro students. ) 


Savs. 


evo- 


so-called Says. 


H IS CURRENT stand against 
the Regents has aroused the student 
body as nothing else has since Dr. 
Homer P. Rainey was fired as Uni- 
versity president when he fell out with 
the Regents on educational and politi- 
cal philosophy in 1944. 

The experience has made him think 
upon the future, and freedom in it. He 
wants to go to work on “the right kind 
of newspaper” Oxford, but: 
“Where is freedom? They say, they 
tell me at the University, that you 
have to give like a tree before -the 
vind, or youll crack. Maybe there'll 
be a different light on it when you 
have a family and kids, but I don’t 
think so. 


after 


“The question of standing up for 
what you believe is hard at first, it’s 
within yourself, and it is lonely and 
uncertain. Then in the hubbub people 
talk to you and say you're doing the 
wrong thing and try to cloud the issue. 
sut—” and here Morris paraphrased 
Robert Hutchins of the University of 
Chicago—“you believe something, and 
your family, your wife, and everybody 
else will give you up but you've still 
got to believe it or you'll go crazy.” 

He has campaigned for a “more 


academic atmosphere” at the Univer- 
sity; he irritated the administration 
when he complained that many first 
and second year classes are too large. 
The regents also demurred when he 
took them to task for holding closed 
meetings. He is “a U. T. man” not- 
withstanding. 

“T wonder if the ills you find in this 
place aren't the ills you find in all of 
American life. As a cross-section, I 
was sitting in (head football coach) 
I'd Price’s oftice the other day, and he 
said, ‘Looking out the window, there 
goes a yellow convertible and a bicycle 
and a guy in a bluejean suit and an- 
other in a cashmere sweater.’ It’s a 
wonderful place, and potentially you 
can get an education here, but the av- 
erage student is apathetic, like at 
most universities, I imagine.” 

He thinks the Regent-Texan contro- 
versy is a good thing. “We've already 
won in a sense. Students I never 
thought would have a serious thought 
have seen there is such a thing as a 
free press.” Nor does he think the 
Regents realized what they were start- 
ing. 

“They underestimated the interest of 
the student body,” he says, “underes- 
timated the stubborn resistance of the 
Texan staff. And they didn’t count 
on the discussion in the state and na- 
tional press outside. Now they see 
what they've done, and we hope we 
can maintain our free status as a news- 
paper.” 


T HE faculty-student publica- 
tions board is continuing meetings on 
what to do. The faculty members are 
trying to find a way to placate the 
Regents without censoring the Tex- 
an—an impossible task unless the Re- 
gents do back down. Morris, who 
points out that the greatest pressure 
has been brought to hear on him when 
he criticised oil and gas interests, is 
accepting censorship in the 
meantime. He tried to get through a 
Christian Science Monitor editorial a- 
gainst the patural gas bill last weck 
and accepted the veto of the adminis- 
tration’s agent in good grace. But he is 
ready to take the issue directly to the 
students if 
backs down. 

Brimming with idealism, full of en- 
ergy, eager for Oxford, he has a good 
life ahead. The Regents may throttle 
under the student newspaper after he 
goes ; they may kick him out as editor, 
Whatever they do Willie knows he’s 
right, and he is loving now the sweet- 
ness of that knowing. R. D. 


some 
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THE POLITICAL WEEK 








LOYALISTS IN TRAINING; ‘PLEDGE’ TAKEN 


Loyalists 


AUSTIN 


Five hundred loyal Democrats at- 
tended a workshop on how to capture 
the May precinct conventions in 
Houston. They watched a skit on par- 
liamentary maneuvering, and they 
heard speakers demand an end to the 
Shivers regime and the resignations 
of the insurance commissioners. 


They adopted a reply to the chal- 
lenge of the conservatives that they 
agree to abide by the decision of the 
conservative - controlled Democratic 
I-xecutive Committee on the seating of 
contested county delegations at the 
state convention. Creekmore Fath of 
Austin proposed the Democratic Ad- 
visory Council agree to this if the 
Shivers forces “honestly and legally” 
control the conventions, and the dele- 
gates agreed, 

That, of course, is an anticipated 
point of contention. Mrs. Kathleen 
Voigt, secretary of D.A.C., said “the 
Shivers machine has amply demon- 
strated in the past that it will throw 
the rule book out of the window if 
that is necessary to win conventions.” 

Tom Moore, Waco D.A, and chair- 
man of the D.A.C, executive commit- 
tee, stirred more speculation on his 
attorney general's when he 
orated: 


race 


“The Insurance Commission should 
resign. The Governor should have 
fired them, but he is protecting them 
.... The control system Gov, Shivers 
and his group have now is built on a 
base of citizens negligent in their du- 
ties superimposed by a group of self- 
ish and powerful individuals moti- 
vated by greed and personal power 
who have grasped control. The long- 
term administration has appointed all 
members of ail state boards and fe- 
sulted in exactly the kind of state gov- 
ernment we might have expected. All 
social progress in Texas has been sty- 





mied. A situation like this inevitably 
leads to graft and misgovernment.” 


Byron Skelton, chairman of D.A.C., 
also called for the insurance commis- 
sioners’ resignations. He had a sharp 
indictment for “the horrible mess” he 
said “Shivers and his Republican Ad- 
ministration” haye created. 


“With the help of the Republicans 
who elected him, and with the assist- 
would sell their 
birthright for a few pieces of silver, 
Allan Shivers created a ‘Grab- 
Bag’ Administration in Austin ... 
Austin has become the center of 
lying and stealing and bribery and ev- 
ery form of dishonesty and_ political 
corruption .... 


“He (Shivers) will be remembered 
as the only governor in Texas who had 
a corrupt Skelton 
said, 


ance of those who 


has 


administration,” 


what 
he calls “dishonesty in party politics.” 
He referred to tactics he thought un- 
ethical by which Shivers exerted con- 
trol over state political conventions ; 
Shivers’s support of Eisenhower in 
1952, and his urging Democrats to do 
likewise; and his removal of national 
committeeman Wright Morrow in 
1955 “for working for the Republi- 
cans” after Shivers had done the same 
thing in 1952, 


He again scored Shivers for 


He hit Shivers for receiving a pro- 
& of $425,000 “on an expired opiion 
contract on land he didn’t own at the 
beginning of his term as Governor,” 
and for permitting awarding of state 
printing contracts to the Mis-ion 
Times “owned and controlled by his 
wife and mother-in-law.” 

“You will recall that 
peached Jim Ferguson because 
state money was deposited in a 
in which he held stock,” 


they im- 


some 
bank 


Skelton said. 








LEGAL ADVERTISEMENTS 


CITATION BY 
THE STATE OF TEXAS 





PUBLICATION 


TO Ellanor Groom, Defendant, in 
after styled and numbered cause: 

You are hereby commanded to appear before the 
126th District Court of Travis County, Texas, to 
be held at the courthouse of said county in the 
City of Austin, Travis County, Texas, at or be- 
fore 19 o'clock A. M. of the first Monday after 
the expiration of 42 days from the date of issu- 
ance hereof; that is to say, at or before, 10 o'clock 
A.M. of Monday, the 26th day of March, 1956, and 
answer the petition of plaintiff in cause Number 


the herein- 


102,948, in which Virgil Wayne Groom is Plain- 
tiff and FEllanor Groom is defendant, filed in 
said Court on the 5th day of August, 1955, and 


the nature of which said suit is as follows: 
Being an action and prayer for judgment in 
favor of Plaintiff and against Defendant for 
decree of divorcee dissolving the bonds of matri- 
mony heretofore and now existing between said 
parties: Plaintiff alleges cruel treatment on the 
part of defendant towards him of such a nature 
as to render their further living torether as hus- 


band and wife altogether insupportable; Plain- 
tiff further alleges that no children were born 
of said union and no community property accu- 
mulated: Plaintiff further prays for relief, gen- 
eral and special: 

All of which more fully appears from Plain- 
tiff’s Original Petition on file in this office and 
to which reference is here made: 

If this citation is not served within 99 days 
after date of its issuance, it shall be returned un- 
se 


rved. 
WITNESS, O. T. MARTIN, JR., Clerk of the 
District Courts of Travis County, Texas. 
Issued and given under my hand and the 
of said Court at office in the City of Austin, 
the 10th day of February, 1956. 
O.T. MARTIN, JR. 
Clerk of the District Courts, 
Travis County, Texas 
GEO. W. BICKLER, Deputy 


seal 


this 


(s) By 


SHERIFF'S 





SALE 


BY VIRTUE of a certain Order of Sale issued 





by the Clerk of the 53rd District Court of Travis 
County, Texas, on the 12th day of January, 1956, 
in a certain Cause No. 100,344, wherein First 


Federal Savings and Loan Association of Austin, 


is Plaintiff, and E. O. Smith, Jessica Beatrix 
Smith Rogers, Curran Price Rogers Ill, Sylvia 
Joan Rovers, Allan Kyle Rogers and Modern 


Floors, Inc., are defendants, Judgment was _ re- 


covered by Plaintiff against Defendants E. 0. 
Smith and Jessica Beatrix Smith Rogers in the 
sum of Six Thousand Nine Hundred Ninety- 
Seven and 38-100 Dollars ($6,997.38), with inter- 


est thereon at the rate of 6 per centum per an- 
num from the 7th day of December, 1955, to- 
gether with all costs of suit, in the 53rd District 
Court of Travis County, on the 7th day of Decem- 
ber, 1955. 

I, on the 24th day of January 1956 at 9:40 
o'clock A.M., have levied upon, and will, on the 
6th day of March, 1956, that being the first Tues- 
day in said month, at the Court House door, in 
the City of Austin, within legal hours, proceed to 
sell for cash, to the highest bidder, all the right, 
title and interest of E. O. Smith, Jessica Beatrix 
Smith Rogers, Curran Price Rogers III, Sylvia 
Joan Rogers, Allan Kyle Rogers and Modern 
Floors, Incorporated, as the same existed on the 
29th day of April, 1954, and at all subsequent 
dates existed and still exists, in and to the fol- 


All-time record poll tax payments « nent; money to put into 
by Latin-Americans in the Valley “unoc upied and une 
were reported. ns in John Sealy Hose 


. are esidential primary bill. 
Ralph Yarborough circulated in the ; 


: ay wl a appened to 
gathering but did not speak. He had a v hal h “ hapy o 
° ‘ ° ° r) ie sal Was unace 
meeting with his campaign worke: . 7 oe 


i? “questionable block 


Light area organizers have bect , | deale™ He emphasized 
traveling around the state for the Giles said he took the 


council, They are Allison Peery of aneactions “for whick 
San Antonio, South Texas: kd Pall .d” and asked: “How 
Houston, the Gulf Coast; Bill Kugl ce should we attach to 
Tyler, Kast Texas; Boyd Taylor, A » worda?” 

tin, Central Texas; Larry Jones, Dal avain that 64 block 
las, and State Rep. Charlie Hugh pap Eee atone ta 
Sherman : Joe “9 nem Midland ns tose Mie oid par ts 
Plains; Mimi Steinert, San Antoni 
and [ernest Guinn, Fl Paso, West 
Texas. Bob Sawtelle, San Antonie 
lawver, has resigned as state organiza 
tional director, 


nator Daniel was attor- 
He said the attorney gen- 
arged to close compan S 


and that “the 


1 Stances 
é ire 
Guaranty debacle” might 


vented. Daniel was cam- 
he in the 


h 2 when “some of the worst 
Speec es I were hatched,” he said. 


Killeen 


€ menate in 


Sslinie 


~ 


Governor Shivers, continuing } WOKE al 


stepped-up speechmaking  schedul nterfitt, “na statement, 
told the American Society of Civil I1 to “write, wire, and 
gineers in Dallas that the problems « D el asking him to in- 
free enterprise cannot be met by “cer ition in ¢ ongress to void 
tralization and control.” He said fed ral integration.” He told 
eral aid brings with it ic ce ral controls yood Kiw ANIS Club ne 
because of conditions attached to the tut mal ce nvention. 
way the money can be spent. be interviews 1 by a 
: : e newspaper editors March 
“A lot of political quacks are going 4 ward Payne College in 


to try to make us believe that 1 
can make a political Salk vaccine fror 
pink lemonade,” he said. “We ¢ann 
afford these charlatans and their « 


- Editorials 


cure nostrums in the courthouse, 
State House, or the White House Worth Star-Telearam ” said 
. “cc . > > ah ar 9111? , 

Hle hit untried and dang e enough to vo arow 

. < ‘a , ory are la 

ideas” and “easy answers an¢ and p 

proven ideas.” <>} . a si ipegoat ‘ati a 
Senator Jimmy Phillips addre 

the Lions Club at Mercedes and the Pre in a column bv Idi- 

Chamber of Commerce in Commerce armack, blasted at Gov- 





H{le asked that the lovalists work for He urged better highways and_ bettes again for speaking out 
a delegation to Chicago “that will traffic law enforcement; an adequat e who have publicized 
warm the hearts” of Speaker Sam _— system of parole supervision to reliey loing (in Austin) and not 
Rayburn and Sen. Lyndon Johnson. “greatly over-crowded” prisons; eco! rongdoers! 
lowing described property, levied upon as the Seymore; Ben Dura; Manuel Machuca; ¢ r . TT MARTIN, JR. Clerk of the 
property of said defendants, to-wit: cia Agmilera; Eduard Gesch; Adolph Smith; Fer f Travis County, Texas 

Lot No. Seven (7), in Breezy Hollow Addition nando Lazano; €C. C. MeCloud: Andrew dJolir en under my hand and the seal 
No. 5, Section Two (2), an Addition to the City son; Richard Mckinley; Ed. Garcia; Hazel B t office in the City of Austin, this 
of Austin, Travis County, Texas, according to the field; Guadalupe Delgardou: W. P. Knox; M f February, 1956 
map or plat of said Addition, recorded in Vol. 6, Martin’s child; James Uutchilus; Mrs. Sallie O. T. MARTIN, JR. 
Page 102, of the Plat Records of Travis County, Temples; Czigerma Lopez; Mrs. M. J. Clay; O t Courts, Travis County, Texas 
Texas. C. Brazemore; Georgie Adams: Mike Erkmar 


THE ABOVE SALE to be made by me to sat- 
isfy the above described judgment for $6,997.38, 
in favor of the plaintiff, together with the costs 
of said suit, and the proceeds applied to the satis- 
faction thereof. 

T. O. LANG, Sheriff, 
Travis County, Texas, 
By: HENRY KLUGE, Deputy 
Austin, Texas, January 25, 1956. 


NOTCE OF DISOLUTION OF FIRM 
AND INTENTON TO INCORPORATE 
Notice is i 





he reby given that the unde signed, 
Robert H. Smith, sole owner of the business firm 
of Robert H. Kolf- 


Smith & Co., located at 1915 
ahl Street, Houston, 2 
tends to dissolve such 
H. Smith & Co. and 
out change in the 


Harris County, Te 
business firm of 
incorporate the 
firm name the 








same 


reof, the cor- 
porate name to read Robert H. Smith & Co., Inc., 
said business dissolution and ! to 
take place after the expiration 0) 





days from this the 15th day of February, 
ROBERT H. SMITH, s:'e owner of 
Robert H. Smith & Co. 











TO Jee Blocke E Mussina, Clayton; 
Fritz Memxcher;: John Clough: S. Valdez; F. 
Carson Moore; John R. Teel; F. Saeth; Adolph 
Tehnick, R. H. Edmond; Jane Williams: Lovis 
Morris: William Bowen; Charles Lin| Maria 
Maxwell: a Brown Mrs. Justus 
Eugene Jz ; Edward Morris; Valdez 
Marcus Manlove; Stephen W. Thompson: Isa 
Webb: Albert Tennon: George Hord; Peter Ring- 
wood; Mary Sims (foetus); Lou Mitchell: Silves- 
ter Keys; Anderson Longum; Pauline Reed; J 
D. Pelt Nancy Thompson: Spaeth 2) 
kinson; G. F. Duffy Nicolas Ramesis 
Lipscomb Manvel Santose; undini Lopes; 
Child of B. Garcia: Mrs. J: Kerr; Refugio 
Garcia; Jack Ryan; Ernest Kenedy August 
Marks; Amanda Scott: Chas. Lawson; Ralph 
Blemen: Ella Whitis baby; Mattie Taylor: Vinie 
Roberson: Jackie Kamey Robert Guard; Lizzie 
Spires; Theodore Swenson: Ella Johnson; Chare 


ley Mangeldorf; W. B. 


Cockroft; George Towns: 


Henry Smart; Thomaia (surname unknown); 
John Togel: Unknown Mexican; Gregoria:; Nar- 
cisse Vesa: Julius Gloser: Wash Grubbs: Sedora 
Soles; Isabel (male): John Watkins Lucy Her- 
nande Charley Mason: Caroline Williams; Mar- 
garita Bea: Willie Clay Mollie Hanson Anselia 
M« tez;: Nevis £ mi: Inknown 









Woman ; 


y Stephens Eufemia 








Cha Ramires, 
Ernestine Kuehn; 1is Namer;: infant 
Annie Soders: Atanaceo Garcia: Amal R 
i Kareno Re 
mas S. I 
Mabel L. M 
pi vie ertes; John 
Peter Trehand; Child of Mamie ‘ 
John Hull: Viola White: Willie i 
leberger; Dave Cardenas; Child left with Mrs 
Henderson: Guadalupe Nava; Author Thompson; 


Frandiseco Avilla: Rafel Salazar: Hannah Mobby; 






Wm. A. Johnson; Mr. Sran: Laurance Bogero; 
Erasio Diboliss: May Flemming: tuadalupe 
Martinez: Wm. McInes: Thomas Mobley; Un- 
known man: S. Espinosa; Mrs. Elvy Mobley; 
Vogal; Simpson: Meives Hernandez; Edward De- 


Lopes ; Mrs. Cloy’s baby; Mrs. Cloy’s baby; Frank 
j i 





By GEO. W. BICKLER, Deputy 
Antoin Bela: Mary V. Miller; Child of John How 
ard; Mike Whalen; William Cunningham; Ff e 
Flores; Adelgunde Spath; Marie Spath; Samuel 


F. Fowler; Little Fowler; Arnestena Kuhn; Hiler 


F INTENTION TO INCORPORATE 





iQUT CHANGE OF M NAME 
Kuhet August Schulze Charles Lenic; Claria M os “aae" Pa teen’ oe, is 
Mde. Mentalvo; if living, whose places of Frank L. Altman, doing busi- 
idence are unknown to Plaintiffs, and if dead Specialty Company, intends to 
Jegal representatives of each of said named h firm in mediately without a 
fendants, and the unknown heirs of each of the vin Game, 

said named defendants; the legal representatives ILDERS SPECIALTY COMPANY 
of the unknown heirs of each of the said named San Antonio, Te: as 
defendants, if the unknown heirs of said name By Frank L. Aitman 
defendants are dead; the unknown heirs of é “ 


unknown heirs of the said 
the unknown heirs of the 


named defendants f 
unknown heirs of the 


CREDITORS OF THE ESTATE OF 








said named defendants are dead; whose places {ARION POLK CLARKE 
. iA } s J » 
of residence are unknown to plaintiffs; : ae dak” gteticas. Atak 
eby give a r etters 
Defendants in the hereinafter styled and nur von the Estate of Marion Polk 
bered cause: were granted to me, the undere 
. . h day of July, 1955, by the 
You (and each of you) are hereby com: ee ieee Sedat ae : 
ed tu appear before the sth District Court avainst suid F te are he y 
Travis County, Texas, to be held at the court BI ge atin it tan nel 4 
of said county in the City of Austin, Tra y law My residence is &7u Fifth 
County, Texas, at or before 10 o'clock A. M f Y or} New York and my mailing 
the first Monday after the expiration of 42 d William A. Brown, 702 Brown 
from date of issuance hereof: that is to sa) , 


before 10 oclock A. M. of Monday the 21 MARION CLARKE COOK 
of April, 1956, and answer the petition of 1 ' endent F trix of the | te 


tiffs in Cause Number »,440, in which Ar € Marion Polk Clarke, Deccased 
A Stiles and wife, Susie M. Stiles, and M 

A. Stiles, a feme sole, and Marian Stiles Ew 

a widow, are Plaintiffs and each of the —— 

named Defendants and the City of Austin, 7 F TEXAS 

a municipal corporation, are Defendant: file ! Constable within the State 


said court on the 6th day of Feb. 1956, 








Greeting. 
nature of which said suit is as follows BY PUBLICATION 
Being an action and prayer for judgement OF TEXAS 
favor of Piaintiffs and against Defendant n heirs and ail persons interes 
title to and possession of the foll ng ‘ te of Mike Jucob MeCurie, 
premises, to-wit: 4, County Court, Travis Cour 
gia MeCarie, Fileen Met i¢ 
Being 16.035 acres of land, the same be and. Ma Richard L. ¢ 
of and a part of Outlot 25 of Di on B : 1 bit kamen thereof, have files 
Government Outlots adjoining the origina t of T County, Texas, on 
of Austin, Travis County, Texas, according ary, A.D. 1936, their 
map or plat of svid Government O art to determina, dk a 
in the General Land Office of the State he a coh. Sika @aike Be 
which 16.055 acres of land is re } “i rie. Dex { 
described by metes and bounds in said pet he heard ad acted on bs a 
Plaintiffs alleve that on September Mor eae fter the exe 
were and still ave the owners ir et inning atonal shliishine t 
said above described premises and _ P ‘- 2 Ma 
Oct. 1, 1955, Defendants unlawf € Court house the fin A . 
and dispossessed them of ch premise e an p , 1 persor n 
hold from them the posses ) ‘ f : to apper a 
and , iid peti i 
Plaintiffs further allege that the Ds de 
are claiming some right or title or a - , pre tly 
said land, the exact rature ol ording to req ements of "> 
known to Plaintiffs but each of eir ae ae ge TA EE 
ing secondary and inferior to Piaint 
same; and none of them being a v: my hand ad the al of d 
gainst Plaintiffs; Plaintiffs further pr se, | ian Ts se the 1 
judgment holding that no party defend 4 1D 6 
ids any lien against or right, or tith ; ea . 
vrs Tas aaah nokede EMILIE LIMBERG 
‘ Cle of the ounty Ce t. 
: ; ’ 
Plaintiffs further pray for cost f Travis County, T: 
relief, general apd special; By M. EPHRAIM, Deputy 
All of which more fully ape fre 
tiffs’ Original Petition on file in this o ‘ — ee 
o which reference is here made r > - —— — 
"af this citation is uot served in 9 reXAS OBSERVER 
ter date of its issuance, it shall be ' “ebruary 9? 1956 
le ry 24, itd 
served. 
" . 5 4 





The Week in Texas 


went t Sul 


®& Iwo Texas Rangers 


phuc Spraugs on protests 


citizens having an interes na 
st wh valve plant. They said they 
would seek to stop the t “ vy of 
nails into drivewavs of homes ane ito 
Toad < at the ~ cketed plant 
ee | ins are now frowned upon 
it Corpus hristu schon ls lhe 
s ’ d announced it preters that 
parents not send daughters to class s 
«! b parents’ de ms Wt € 
Si 


2 two children of the 


wilit Cys sean and N Tha have 
wo ‘ir elementary and jumior h gh 
s elli he contests tm Lious- 
tor ASE write ands column 
Is e | tt l’ost, savs Cal 
o' ” t ‘ Lise 


t b's leVeE ed th 20 
2 S lL} Yes Hig! cn ol 
mA | | es ened 
. r} \ ™ ps Gg 
p » th Ssuspens 
( ~ 1s¢ € é 
} < | ? i] ] } » EN The 
t i VW i 4 my 
‘ Phe i 
i SAtd ti ss i } 


‘ | { s l 
r st ~ 
1 
t “ ) ( 
w 
( < 
o 
> 
1) ‘ “ 
\ 
‘ | 
| 
| 
oO < 
@ 
Mrs. M \\ 
i ‘ S 
}? tT; 
c ( ¢ 
Hovus 
ace of Texas’ Swe 4 
os i G 3 the AY o 
c ict ¢ iss pus y 
we pedal S100 e1 ) 
he f Balinese | 
t Ant y Fert ’ e | 
4 }, hy hye S tl < k < ' 
, w kh ters my pty pre I 
‘ te mvest “not less 
Ss a 
‘ t! Pp erred ( er 
> y the J a cl - 
' t crap table or a stouter 
I k was not I if .? ( t The 
,t Hy sted | is pl 
, it Vou are ce > Par 
4 he pr ferences ( ] 
t | of the ce ns,” 
ved *¢ ‘ Mav firs 
orm oO r I sh ft -_ 
long of the S s leading ¢ 
bling lifted few e 
é np Galves Is 1 
l electy nd tf er FBI 
iv ] 1 Simy 4 f 1 } 
t ittornev ¢ rami ( D 
; | elect nd lost | eight 
votes making noises like he will run 
av Should he be elected. in gat 
bh 5 vernact lar e V | 


born dead.” 

membership coupon. offer, 
Turf Athletic Club sta- 
1. 


printed on 
tronery 

We are happy to advise you that 
after repeated delays we plan opening 
the new Balinese Room on or about 


May first. We believe you will find it 


Statcc 


gh of Galveston 
and 
said Clough assured 


last week, 


lic Wilil Plibisters 


the his purpos mn monthly raids 
on lox brothels was “not merely” to 
mmerease the citv treasurv or license 
prostit n. Clough said earher he 
gets $1,000 a month for city this way. 
Che mu uisters said Clough blamed the 


iw entorcement in Gal- 


mMMiissioner 


\d 


lio ising 


miuitistrat Is suing for poSsses- 
Slon « six h y pro ts in Galves- 
ton gro s that t (saiveston 
Housing A broke its federal 
contract on 21 points, including $11,- 
OOO in ) he former exec 
u d t \ paid work for 
private indiy s, and similar mat 
ters 
! ! 4 
® Da fuseum otf kine Arts 
cy } l ater. ies d rec- 
t sed an mmposing list of mu- 
s¢ s WW r ) VW s of for r 
ri iricle n Dallas as “com- 
mil > 
¢ ; ( Ju Ben Shepperd 
ced x stigating 
C Into the narcotics 
S iT) 
@® \ 4 1 man was found 
¢ i | of causing 
4 
a & , 1 Mavg- 
I ¢ ss ) €n across 
@ InP \ hers got a 
S700 | 
1 . 1956-57 will 
es AK) 200 I rs de- 
a 
I “ nel des Inas- 
- . tend 
) Supe ( 
aes 
) s that 
4 il Initle- 
= st Wo 
, 
\ and per- 
C sy the a 
‘ » I t rT 
i 1 that 
i ties 
i Ss the 


€ i I c On SsegrCce 

y I fe mber, W. W. 

KK strt on ot 
N ' +} Sias 
oe ) > Ss idx ~~ i ait city 

\ T \] ~ } } l Dver. 

g fan fires of 


eve Mlore a i i 
P ¢ 
On p Mis occasions we invited 
\ ) rat no Deposit Cou- 
| | n rut px ips t ‘ ig over- 
sig \ 1 » let us hea from 
\ \\ had originally planned to 
place a time limitation on this pro- 
gram. However, conditions and cer- 
tain factors have caused us to waive 
t! Is ill i 
“W ’ iwain extend vou a 
personal invitation to subscribe to our 
Deposit Coupon Plan. It is presumed 
that vou are completelv fanuhar with 
the preferences accorded holders of 
t wn wor 
\s p outli our plan 
| suat of Deposit 
Coupons a t gy t not less than 
$100 to each selected member. Fach 
t $20 coupons, with the 
firs pon being red ible on or 
. ] 1956, and the remain- 
) uupONns being honors 1 each 
succeeding year of operation. These 
pons a x1 for both food and 
sei ‘ 
The letter was dated [eb 10, and 
Ss ned b th I tittas 


lor 


The Bal nese R 


operation 


Onl manv vears 
of the Maceo 
I syndicate. The place was 
raided bv the Rangers one time, so 
long ago that Galvestanians can't even 


be sure of the year. Most place it im 


the late ’30's 
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racial antagonism.” Kemmerer re- 
phed: “I've been saying this for six 
months Negro schools are not 


equal to white schools.” 


@ In Austin, an N. A 


1 
spokesman 


x t. £ 
court 


not having 


accused county 


officials and city police of * 
‘to run through a test 
case on the state’s law requiring seg- 


enough courage’ 
regated bus seating. A case accusing a 
Negro of violating the law 
missed from count 


was dis- 


court. 


@ Shepperd issued a statement that 
the courts have held integration is 
a local problem ; that 
there must be 
that nobody but 


| " ; 
aqgeadime tor 


no court has said 
“forced integration’ 
NAACP has set a 
desegregation; and that 
he Shepperd, still hopes Congress will 


act to change the Supreme Court rul- 


ing 

& The Tarrant Bar Assn. is again 
considering admitting Negro law- 

yers, 


d for 


hi ende rson 


murder of a white H 
district attorney 
but his 


} 
' 


ts) \ Negro man has been jail 


farmer. The 
has con 


county 
savs the Neg ) fessed. 
motive is not cle; 


ir irom published 


p rts, 


@ Texas now has 93 wet counties 

and 141 dry counties, the Liquor 
Control Board reports. Fines last year 
from dry-county convictions: $559,- 
\ total of 55 stills were seized, 
24 of them in Harrison County. 


aay 
IOs. 


@ San Antonio Evening News won 

the Education Writers Assn, 
award Tomme Call’s editorial for 
school integration, Time Magazine re- 
ported that the xpress and News are 
the only major dailies in Texas for in- 
tegration. 


for 


@ Monorail, the one-rail railroad, 
got its U.S. premiere in Houston 
last week on a 970-foot pilot test line. 


@ Secretary of State Tom Reavley 

has revised the state labor organ- 
izers’ permit application to remove 
most of the questions labor unions ob- 
jected to, including questions about 
communist associations and member- 
ship which were called discriminatory 


by the unions. 


@ Residents of ten South-Central 

Texas counties are bitterly pro- 
testing a Antonio request to the 
State Board of Water Engineers for 
a permit 100,000 acre-feet of 
water a year for municipal use from 


san 





the federally financed Canyon Reser- 
voir on the Guadalupe River in Comal 
Coun The hearing is March 26, 











@PROTECTS 


YOU AND 


YOUR FAMILY! = 
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ALL FORMS OF 
LIFE INSURANCE 


ALSO 


SICKNESS « 


ACCIDENT 


HOSPITALIZATION 


More Than 1/2 Million Policyholders Depend On 


“NABLICO” To See Them Through Misfortune 





INSURANCE COMPANY 
4703 ROSS AVE. 


L. M. GRAVES, JR., President 
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